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Updated Temp Line Policy Draft 

3 messages 


Yolanda_Perez@oxy.com <Yolanda_Perez@oxy.com> Thu, Nov 16, 2017 at 3:25 PM 

To: rgomez@blm.gov, clayton@blm.gov, tcisnero@blm.gov, yjordan@blm.gov 

Cc: lgarvis@burnettoil.com, jeremy_haass@eogresources.com, tstathem@cimarex.com 


Good afternoon, 


Please see the attached revised policy as per our discussion with ranchers on Nov. 7^^. I feel we captured and 
addressed most of their concerns, minus the two-track road issue. The two-track road issue will need to be 
discussed further at the next meeting in hopes to reach some type of compromise. 


Please review and provide any comments/edits back to me by Tuesday, Nov. 21 


Sincerely, 


Sr. Regulatory Affairs Consultant 

DKT 

Occidental Oil & Gas 

5 Greenway Plaza Suite 110 Houston, TX 77046 

Room 11.023 

Office (713) 497-2069 

Cell (281) 793-1680 

yolanda_perez@oxy.com 


^ Draft FW Policy - NMOGA_Rancher V2.docx 

^ 48K 


Gomez, Robert <rgomez@blm.gov> Tue, Nov 21,2017 at 3:47 PM 

To: Yolanda_Perez@oxy.com 

Sample- Careful advance planning with BLM personnel on handling your request for a temporary fresh water line is key to 
success. At least 5 working days in advance is recommended in requesting for a temporary fresh water line in order to 
avoid many problems and costly delays later in the process. 

[Quoted text hidden] 

Robert Gomez 
Realty Supervisor 
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620 E. Greene St 

Carlsbad, New Mexico. 88220 

Office:575-234-5989 

Fax: 575-234-5927 

Cell: 

rgomez@blm.go 

"Accept the challenges so that you can feel the exhilaration of victory." 
George S. Patton 


Gomez, Robert <rgonnez@blnn.gov> Wed, Nov 22, 2017 at 8:03 AM 

To: Yolanda_Perez@oxy.conn 

Can you change it to 7 days instead of 5? Thank you. 

[Quoted text hidden] 
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